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Message Text 

UNCLASSIFIED 

PAGE 01 KINSHA 02662 210903Z 
ACTION SY-05 

INFO OCT-01 AF-10 ISO-OO /016W 

069090 211103Z/17 

R 210850Z MAR 78 
FM AMEMBASSY KINSHASA 
TO SECSTATE WASHDC 8765 

UNCLAS KINSHASA 2662 

DEPARTMENT FOR OFFICER IN CHARGE A/SY/NSU SEABEES; FROM CPOIC 
SPEC. PROJ. SEABEE TEAM, KINSHASA, ZAIRE 

E.O. 11652: N/A 
TAGS: ASEC, NSU 

SUBJECT: SITUATION REPORT, 18 MARCH 1978 
REF: (A) NSU INSTRUCTION 3 120.1 A (SOP) 

1 . IN ACCORDANCE WITH REFERENCE A, THE FOLLOWING IS PROVIDED FOR 
THE ATTENTION OF OFFICER IN CHARGE, NAVAL SUPPORT UNIT, STATE 
DEPARTMENT: A. SEABEE TRAVEL: 

(1) UTC GRAHAM, CEI HUTCHINSON, UTI MORELLE ARRIVED 
KINSHASA, ZAIRE 1730 HOURS 15 MARCH 1978. 

(2) GOVERNMENT QUARTERS ARE AVAILABLE. GOVERNMENT MESSING 
FACILITIES ARE NOT AVAILABLE. 

B. TOOLS AND MATERIALS: 

(1) SEABEE TEAM TOOLS HAVE NOT ARRIVED AS OF THIS DATE. 

THERE ARE A LIMITED AMOUNT OF TOOLS ON POST TO START PROJECT. 

(2) ALL MATERIALS FOR PROJECT HAVE NOT BEEN LOCATED AS 
OF THIS DATE. TEAM WILL INVENTORY AND ADVISE AS TO ANY 
SHORTAGES AT A LATER DATE. 

CUTLER 

UNCLASSIFIED 
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Draft Date: 21 mar 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978KINSHA02662 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 24-01 22 
Format: TEL 
From: KINSHASA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780343/aaaabkld.tel 

Line Count: 44 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 44d460c3-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
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Review Event: 
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Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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SAS ID: 3258459 
Secure: OPEN 
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Subject: SITUATION REPORT, 18 MARCH 1978 
TAGS: ASEC, NSU 
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